Some Principles of Chemistry and Physics.

bustion. These conditions are never attained in reality, as there
is usually an excess or deficiency of air and much heat is absorbed
by the walls of the furnace and lost by radiation and conduction.
Consequently, actual temperatures are always lower than theoret-
ical results.